ST.  ANTHONY'S  HOSPITAL  CHAPEL.  LOUISVILLE.  KY..  Sisters  of  St.  Francis. 
Altars,  Railing  and  Statues  of  Carrara  Marble,  specially  designed  and  executed  by  Fr.  Pustet  . 
Ratisbon.  Rome,  New  York,  Cincinnati. 
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